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3<afeiq, 3 tw, wenriftjefo frefR 3Rft $> wm, TfT^r wro; fepr ™ fft^d 
^Prft, 2003 eftt etrt 164 ri> srinfa, ariRRMIy %pr mk*ri ri> ferq, 3RRRririr 
tn^roT engrir ftg vw$kt ^f^rfeicr riWR ri> feR ftRlorifocr ^r?ff ^ fr^rrir eft srririr, 
wpr §RT wftm ^rr ftrorig ^r ^r wr R^rrfri?r ^it f^q TOft ^ totow eft 

g^r ^ Mm eTT^ti sfk riRe errrir ri> #i ri *iRririi toftw> srfftrftriR 1885 eft 
3TcPtcT £oftilf4> eft tjt?T # ?rfftrRT f ^ITnft qri^rat gri 3ITft^ ^ STsH eFReTT 

t srarid:- 

(i) STJTfRTf 25 ^ ri> feR SRR f^RT TOeTT %; 

(ii) 3TT^2F efri WlfftcT TOgrit eft ftrtfw ftl Tjri, RTftfftRT 3T2ltd Wfcr 

f^ra»Rfr. Wr, ^rir TOFrrri, w wrrri anfe eftt wrier riM ^ri grift; 

(iii) 3TTcR^ eftf qfafU|, 3Tf ^ ri*T . ^feft ^ 3TTfft eft WT ri v3qf<W 3TTqriT eft 
fftriripri/riffteTT3ft ef>r w ^frtt ^rt i 

(iv) ancRep eftr sft rirife Tfriw TOfd ri> sm wr^8 rifc eft frirtrjnft ft 

ftrifriftwftqer <ftt 400 efrri <ftRT-riwr #/rit ?npi <ft ^ $ sicR- 

TOririr RT8ftftr qoraTTfqercft eftr fftwft ^ ^rrin^r riWr w t I gRT cwr crt 

sfriT 15 Rft, 2010 eft Tfi^T eft ^TWT ft Wlfftm fftRT W t I 

(v) aneRefT RMftjcT wft eft ^51 %cf ripftW eft 3PjftRd ^ WefT?r cWft cf>T 
MeiieH cP^TT I 

(Vi) W 3Tffte3 ief^cf 3#^R, 2003 ^ 5WIt 3tk TOT^ 3TcriRf 

rimraeft eftt griraisri ^r 3Tto> srt aiyiiw t%q vjnft eft arririr t I 

[mri. 11/29/2010-ftriftj 
3OT ^81T, 
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MINISTRY OF POWER 
ORDER 

New Delhi, the 3rd January, 2011 

S.0.18(E).— Whereas M/s Shree Cement Limited, the applicant, 
with Its Registered Office at Bangur Nagar, Post Box No. 33, Beawar 
305901, Rajasthan, has applied for approval under Section 164 of the 
Electricity Act, 2003 for for laying of inter-State dedicated “LILO of one 
circuit of 400 kV Kota - Merta D/c line of PGCIL at Switchyard of 
Beawar Generating station of Shree Cement transmission line. 

And whereas on 19.8.2010, vide letter No. 11/2/2010-PG, the 
Government of India, Ministry of Power, had granted to M/s Shree 
Cement Limited, approval under section 68 of the Electricity Act, 2003 
for laying of dedicated transmission line scheme “LILO of one circuit of 
400 kV Kota - Merta D/c line of PGCIL at Switchyard of Beawar 
Generating station of Shree Cement”. The connectivity to the subject 
cited generation project would be through LILO of one circuit of Kota - 
Merta 400 kV D/c line of Power Grid Corporation of India (PGCIL). The 
LILO work would be carried out by the applicant. 

And whereas the applicant has now requested to confer upon him 
all the powers under section 164 of the Electricity Act, 2003 which 
telegraph authority possess under the Indian Telegraph Act, 1885 with 
respect to the placing of telegraph lines and posts for the purposes of a 
telegraph established or maintained, by the Government or to be so 
established or maintained for the works. The transmission line of 
27.737 km covered under the scheme will pass through, over, around 
and between the following villages, towns and cities 

District Aimer (Rajasthan) 

Tehsil: 

Masuda 

Villages 

Andheri Deori, Gendarampura, Nimgarh, Gunwardi, Baneta Ka Bariya 
(Janeta Ka Bariya), Jhunjharan ka Bariya (Sarkana), Khetkhera, 
Kanakhera, Kesarpura, Kundiya, Sayania, Kashipura, Surajpura, 
Kharwa, Guwariya, Devpura 

Tehsil 

Beawar 


Villages 

Pakariyawas, Kharanikhera, Suhawa, Rantanpura, Lakhana. 
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Tehsil 

Pisangan 

Villages 

Rundalsi, Gangara (a), Amargarh, Gopalpura, Pabuthan, Rampura, 
Raymala, Gapgara (b), Iiri, Nimarithala, Ansari, Mormagari, Birakenya 
Vas. 


Now, Therefore, after careful consideration, Government of India, 
Ministry of Power, confers, under section 164 of the Electricity Act, 
2003, all the powers on the Applicant which telegraph authority 
possesses under the Indian Telegraph Act, 1885 with respect to the 
placing of telegraph lines and posts for the purposes of a telegraph 
established or maintained, by the Government or to be so 
established or maintained subject to following terms and conditions for 
installing the above mentioned interstate transmission lines for inter¬ 
state transmission of electricity, namely:- 

|i) the approval is granted for 25 years; 

(ii) the Applicant shall have to seek the consent of the 
concerned authorities i.e. local bodies, Railways, National 
Highways, State Highways etc. before erection of proposed 
lines; 

(iii) the Applicant shall have to follow regulations /codes of the 
appropriate commission regarding transmission, O&M, open 
access etc; 

(iv) the Applicant has been entrusted with the responsibility of 
laying of inter-State dedicated LILO of one circuit of 400 kV 
Kota - Merta D/c line of PGCIL at Switchyard of Beawar 
Generating station of Shree Cement transmission line. The 
details of the line are published in the Gazette of India of 
May 15, 2010. 

(v) the Applicant shall operate the lines after approval of Chief 
Electrical Inspector of respective States; 

(vi) the approval is subject to compliance by the Applicant to the 
requirement of the provisions of The Electricity Act, 2003 
and the rules made thereunder. 


[F.No. 11/29/2010-PG] 
ARUN KUMAR, Director 
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